SECTION 5400 







MODEL 6—6-volt 6-watt iron with ),” fixed tip for transistor and 
diode soldering, rf coils, hair spring movements and fine sub- 
assemblies. 542°F maximum temperature. ............0.cccce 4.9 


$4.95 FIXED: 
(12 or more $4.45 ea.) 


Low 
Voltage 
lrons 





MODEL GA—Combines lightweight advantages of Model 6 with 
convenience of replaceable tips. Furnished with B tip (%,”). AS 
Also takes A tip. Maximum temperature is 602°F. 6-volts, 


Ga WAltS cd sousde esata tensa seacianetesnadash us tednstbeact Gwe td sedioni elit aceet ean $4.95 <= Bp —-— 
(12 or more $4.45 ea.) 





MODEL 9-6—6-volt, 8.3-watt iron furnished with A tip (4.”) for 
complex circuitry applications requiring high heat capacity. Also 

available in 12-volt Model 9-12 and 24-volt Model 9-24 with © \__—A_—-=——= 
eee performance. Max. temperature is 614°F. Also takes 


Ts. elo ecaetya ie eee ase ee $4.95 


. (12 or more $4.45 ea.) 


high temperatures 





long life MODEL 11—Special featherweight high temperature iron develops ‘= 
j 813°F heat. 6-volt 10-watt iron is furnished with 54.” solid nickel 

; D tip to reduce oxidation. Also takes E tip. .......... $6.95 ‘ 
replaceable tips Model 6-A shown (12 or more $6.45 ea.) <__—E == 





MODEL 12-6—Standard model for production soldering in radio, 
TV, radar, switchboard and instrument assembly. 652°F max. 


temperature, 6-volt, 12-watt iron with 3%.” C tip. Also available ~~. 0. 
in L2-velt Model 12-12, 24-volt Model 12-24, with identical per- 

TORIMAM CB - irssiud ein meses tacdea einen each cdnsetaseo acon fis rea cieesasnowd eee $4.95 

(12 or more $4.45 ea.) 

of low voltage, low 
maintenance f} irons for _ transistor, 
printed circuit ¥% and all other close-quarter 
soldering applications. Long-life element in 
handle operates on any AC or DC source. Op- 
erating temperatures from 540°F to 1000°F . 
available. Push-on replacement tips furnished 
in a variety of sizes. All irons furnished with 
4% ft. cord. From the world-famous Oryx Elec- 
trical Laboratories, Ltd. of England (protected 


by U.S. patents). 


A complete line 





MODEL 18—Equivalent in performance to standard 80-watt iron, 
but weighs only 34 oz. No hand fatigue! 6-volt 18-watt iron has VF + 
max, heat of 674°F. Furnished with 3%” F tip (also takes G tip 


with’ solid. MiCk@l ONG). cic. cscecticssecisancestavoadvecceiceneicbeonaccebsecuaes $7.50 VI 6 
: (12 or more $7.05 ea.) 





MODEL 25-12—High performance iron for continuous operation at 
1000°F. Replaceable heavy duty copper alloy tip with %,” solld SSG 
nickel end provides low maintenance operation. Also takes \% 


H tip. 12-volts, 25-WattS. soc ccceccccccsccceeescessssssssseeen $8.00 Hw ee 


~(12 or more $7.55 ea.) 


REPLACEMENT TIPS AND ACCESSORIES 


TIP MATERIAL TIP DIAM. NET PRICE 





Model TW-6 Microminiature : 


Soldering Tweezers A Nickel plated copper alloy oa $ .50 
B Nickel plated copper alloy 34” 50 
Unique precision’ instrument for soldering diodes C Nickel 7 
ee = : plated copper alloy x .50 
transistors and other semiconductors. Separate 6- ee ie 
watt long-life element in each arm. 600°F tempera- D Solid nickel 540" 1.80 
ture with 34,” fixed concave tips, designed for low E Solid nickel %4," 1.80 
temperature solders. Operates on 6 volts AC or DC. 
F Nickel plated copper alloy He” 1.25 
$1495 each G Solid nickel end x 1.85 
complete with 4’, ft. cord 
H Nickel plated copper alloy y"” , 2.35 
J Nickel plated copper alloy 340" 1.55 
K Nickel plated copper alloy | a" 1.70 
L Nickel plated copper alloy Vu 2.25 





= 6-volt transformer—Model 54203-6V. Operates on 110v AC. Output 

ae ae ae eR ee 18-watts 3 amps. For use with all Oryx 6-volt irons. Furnished with 
; 4Y%, ft. AC cord and clip-holder for iron. ............ ee $5.50 each 

NEW PENCIL-TYPE 115V AC. . 
SOLDERING INSTRUMENTS FROM ORYX 


12-volt transformer—Model 5420-12V, same as above except for use 
with all Oryx 12-volt irons. Output 25 watts, 2 amps.....$6.45 each 





Available in two models: Model 115-10W heats to Model 115-10E Replacement Element................ Net cost, each $3.60 
672°F in 70 seconds. Furnished with 30” J tip (also Model 115-15E Replacement Element ................ Net cost each, $3.60 
takes K tip). Model 115-15W heats to 717°F in 50 $699 each “Model TW-6 Replacement Assembly—includes element, tip. and 


seconds. Furnished with %.” K tip (also takes L tip). complete with 414 ft. cord bushing (for one tweezer arm omlly)........--...0 et cost, each $5.30 


AOR RS om acne ean. 
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